APPENDIX.
553
BEAR VALLEY EESERVOIR (ARROWHEAD RESERVOIR COMPANY), SAN BERNARDINO COUNTY, CALIFORNIA.
[Area of tributary watershed, 6.6 square miles; elevation of base of dam, 4946.3 feet.]
Height			
above Tunnel	Surface Area.	Capacity of Reservoir.	Remarks.
Outlet,			
Feet.	Acres.	Acre-feet.	
10	29.7	198	^
20	55.8	619	
30	77.0	1,280	
40	109.6	2,207	
50	191.8	3,680	
60	236.9	5,830	
70	286.0	8,414	Bottom of outlet tunnel is 15.5
80	336.3	11,518	I     feet above  bed of creek at
90	395.8	15,170	'     base of dam; lowest founda-
100	452.0	19,401	tions about 15 feet lower.
110	535.0	24,826	
120	626.0	30,094	
135	716.0	40,144	
147	800.0	49,238	
160	884.0	60,179	
175	932.0	73,800	j
SWEETWATER DAM,  SAN DlEGO COUNTY,  CALIFORNIA. {Area of tributary watershed, 186 square miles; elevation of lowest outlet above sea-level, 140 feet.]
Height above Low-eat Outlet.	Surface Area.	Capacity of Reservoir.		Remarks.
Feet.	Acres.	Acre-feet.		
0 0	3.5		")	
10.0	17.1	94		
20.0	75.2	540		
30.0 40.0 50.0	153.7 272.2 398.0	1,679 3,748 7,066		^ Lowest outlet is 24 feet above lowest foundations of dam.
60.0	539.0	11,737		
70.0	722.0	18,053		
75.5	895.0	22,500	J	
